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Nurses’  Bag's,  Pocket  Cases,  &c. 


Fig.  t. 


N°‘  1#  NURSE  S BAG  (Cowhide)  with  Nickel-Plated  Fittings. 

Fig.  1 containing — 


4 Stoppered  Bottles. 

\ aseline  Jar  in  boxwood  case. 
Minim  Measure  and  Medicine 
Glass  in  leather  case. 

3 Bandages,  6 yards  each, 
hemule  Catheter,  gum  elastic. 


Safety  Pins. 

Seamless  Enema,  with  vaginal  pipe 
and  shield  complete. 

Poultice  Spatula. 

: 6 Temperature  Charts. 


The  above  complete 

Bag,  without  instruments,  cowhide 


Ditto 


•••  £16  6 
0 13  0 
0 15  0 


ditto 


morocco  leather  ... 


ARNOLD  & SONS,  LONDON 


No.  2.  NURSE’S  BAG  (Cowhide),  with  Nickel-Plated 

Fig.  2,  containing — 


Vaseline  Jar  in  boxwood  case. 
Minim  Measure  and  Medicine 
Glass  in  leather  case. 

Clinical  Thermometer. 

Bath  Thermometer. 

Female  Catheter,  gum  elastic. 


Poultice  Spatula. 
Seamless  Enema,  with  \t 
and  shield  complete. 
Safety  Pins. 

6 Temperature  Charts. 


The  above  complete 
Bag,  without  instruments 

Ditto  ditto  smaller  size ... 


Fittings. 

ginal  pipe 


£1  10  0 
0 16  6 
0 12  6 


ARNOLD  & SONS,  LONDON 


.1 


No.  3.  NURSE'S  BAG  (best  Cowhide),  with  Nickel-Plated  Fittings. 

Fig.  3,  containing — 


6 Stoppered  Bottles. 

Vaseline  Jar  in  boxwood  case. 
Glass  Measure. 

Dressing  Scissors. 

Spring  Dressing  Forceps. 
Clinical  Thermometer. 

Female  Catheter,  gum  elastic. 
Bath  Thermometer. 

4 Bandages,  6 yds.  each. 

Minim  Measure  and  Medicine 
Glass  in  leather  case. 

The  above  complete 
Bag,  without  instruments 


Safety  Pins. 

Dressing  Tray. 

Glycerine  Injection  Syringe. 
Poultice  Spatula. 

Iodoform  Dredger. 

Seamless  Enema,  with  vaginal  pipe 
and  shield  complete. 

12  Temperature  Charts. 

Douche,  nickel-plated,  with  tubing 
and  vaginal  and  rectal  tubes. 

£2  17  6 

• ••  •••  1 3 6 


4 


ARNOLD  & SONS,  LONDON 


Fig.  4. 


No.  L NURSE’S  BAG  (Morocco 
Nickel-Plated  Fittings. 

6 Stoppered  Bottles. 

Vaseline  jar  in  boxwood  case. 

Glass  Measure. 

Dressing  Scissors. 

Spring  Dressing  Forceps. 

Spatula,  4^  in. 

Clinical  Thermometer. 

Female  Catheter,  gum  elastic. 
Tongue  Depressor,  vulcanite. 

6 Bandages,  6 yds.  each. 

Minim  Measure  and  Medicine 
Glass  in  leather  case. 


Leather),  Very  Superior,  with 
Fig.  4,  containing — 

Seamless  Enema,  with  vaginal  pipe 
and  shield  complete. 

Bath  Thermometer. 

Safety  Pins. 

12  Temperature  Charts. 

Glycerine  Injection  Syringe. 

Iodoform  Dredger. 

Dressing  Tray. 

Poultice  Spatula. 

Douche,  nickel-plated,  with  tubing 
and  vaginal  and  rectal  tubes 
complete. 


'fhe  above  complete  ...  ...  ...  ...  ...  •••  £3  5 0 


Bag,  without  instruments 


1 6 6 


ARNOLD  & SONS,  LONDON 
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Fig. 


b* 


No.  5.  NURSE’S  BAG  (best  Morocco),  Very  Superior,  with  Gilt 

Fittings.  Fig.  5 containing— 


6 Stoppered  Bottles. 

Vaseline  Jar  in  boxwood  case. 

Glass  Measure. 

Dressing  Scissors. 

Director  and  Scoop,  silver-plated. 
Spring  Dressing  Forceps. 

Spatula,  5 in. 

Silver  Probe. 

Clinical  Thermometer. 

4 Bandages,  6 yds.  each. 

Seamless  Enema,  with  vaginal  pipe 
and  shield  complete. 

Bath  Thermometer. 

Female  Catheter,  gum  elastic. 

The  above  complete 
Bag,  without  instruments 


Dressing  Tray. 

12  Temperature  Charts. 
Temperature  Chart  Board. 

Tongue  Depressor,  vulcanite. 

Safety  Pins. 

Glycerine  Injection  Syringe. 
Poultice  Spatula. 

Iodoform  Dredger. 

Minim  Measure  and  Medicine 
Glass  in  leather  case. 

Douche,  nickel-plated,  with  tubing 
and  vaginal  and  rectal  tubes 
complete. 

£4  19  6 
2 17  6 


ARNOLD  & SONS,  LONDON 
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Fig.  6. 


Private  Nurse’s  Holdall  (PincoftVs),  complete,  Fig.  6 ...£7  7 0 

Ditto  ditto  ditto  empty  ...  ...  ...  110  0 

Extract  from  The  British  Medical  'Journal : “ A private  nurse’s  holdall,  designed  by 
Miss  Marian  C.  Pincoffs,  of  Minehead,  and  called  by  her  the  ‘ Minehead  Holdall,’  has 
been  produced  by  Messrs.  Arnold  & Sons,  31,  West  Smithtield,  London.  The  holdall 
is  a basket  provided  with  a lid,  which  can  be  fastened  by  a padlock  and  key  for 
travelling.  It  contains  a large  number  of  articles  likely  to  be  needed  by  a nurse 
suddenly  summoned  to  a serious  case  in  the  country,  but  not  likely  to  be  found  in  an 
ordinary  private  house,  such  as  throat  brushes,  bandages,  materials  for  making  poultices 
or  fomentations,  tow,  lint,  temperature  charts,  expectoration  cup,  glass  measure,  enema 
syringe,  bath  thermometer,  boracic  and  carbolic  lotions,  materials  for  supplying  pepto- 
nised  food,  scissors,  and  many  other  materials  or  appliances,  to  the  number  altogether, 
according  to  the  list  before  us,  of  ninety.  The  idea  is  a good  one,  and  has  been  well 
thought  out.  The  holdall  basket  is  not  only  likely  to  be  valuable  to  nurses,  but  would 
be  a useful  possession  in  most  country  houses.” 


Fhe  above  basket  can  be  supplied  empty,  and  Idled  up  according  to 

requirements. 


ARNOLD  & SONS,  LONDON 
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Fig.  7. 

AMBULANCE  HAMPER,  Fig.  7,  containing— 


Set  Splints. 

Esmarch’s  Tourniquet. 

2 Sponges. 

2 pkts.  Patent  Lint. 

4 Bandages. 

4 ditto  (triangular). 
Cotton  Wool  in  tin  case. 


Mauve  Lint  in  tin  case. 
Patent  Plaster  in  tin  case. 
Knife  in  stag  handle. 
Scissors,  strong. 

Thread. 

Needles,  assorted. 

Pins,  &c. 


The  above  complete,  with  Waterproof  Cover  and  Strap  ...  £2 


2 


0 


Fig.  8. 

No.  1.  NURSE’S  POCKET  CASE  (Morocco  Leather).  Fig.  8, 

containing 

Dressing  Scissors.  Director  and  Scoop,  silver-plated. 

Spring  Dressing  Forceps.  Silver  Probe. 

Spatula,  4J  in. 

The  above  complete  £0  13  0 

Pocket  Case,  without  instruments  ...  ...  ...  ...  04  6 


s 


ARNOLD  & SONS,  LONDON 


Fig.  9. 

No.  2.  NURSE’S  POCKET  CASE  (Morocco  Leather).  Fig.  9, 

containing — 

Dressing  Scissors. 

Spring  Dressing  Forceps. 

Caustic  Case,  silver-plated. 

Spatula,  in. 

The  above  complete 
Pocket  Case,  without  instruments 


Clinical  Thermometer. 

Director  and  Scoop,  silver-plated. 
Silver  Probe. 

£0  18  6 


No.  3.  NURSE’S  POCKET  CASE  (Morocco  Leather).  Fig.  10, 

containing — 


Dressing  Scissors. 

Spring  Dressing  Forceps. 

Dressing  Forceps,  French  pattern. 
Caustic  Case,  silver-plated. 
Director  and  Scoop,  silver-plated. 


Female  Catheter,  plated. 
Silver  Probe. 

Clinical  Thermometer. 
Spatula,  5 in. 


The  above  complete 

Pocket  Case,  without  instruments 


£15  6 

0 5 0 


\KNOLD  & SONS,  LONDON 
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F IG.  II. 

No.  4.  NURSE’S  POCKET  CASE  “COMFACTUM”  (Morocco  Leather). 

Fig.  11,  containing— 

Straight  and  Curved  Dressing  Scissors. 

Aural  Forceps. 

Dressing  Forceps,  French  pattern. 

All  iitting  same  handle,  nickel-plated. 

Size  of  case,  3J  x 2}  x T 


The  above  set  complete £110 


Ditto 


in  Aseptic  Metal  Case  complete 


1 


2 6 


10 
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Nurses’  Chatelaines,  Wallets,  &c. 


No.  1.  NURSE’S  CHATELAINE,  Nickel-Plated,  with  One  Chain 

and  Four  Ends.  Fig.  12,  containing— 

Dressing  Scissors.  Spatula,  4J  in. 

Spring  Dressing  Forceps.  Silver  Probe. 

The  above  complete  ...  ...  ...  ...  ...  ...  £0  11  0 

Chatelaine,  without  instruments  ...  ...  ...  ...  0 2 6 


No.  2.  NURSE’S  CHATELAINE,  Nickel-Plated,  with  Three  Chains 

and  Six  Ends.  Fig.  13,  containing — 


Spatula,  4^  in. 

Silver  Probe. 

Spring  Measure,  3 ft. 


Dressing  Scissors. 

Ditto  Forceps,  plain. 

Spring  Dressing  Forceps. 

The  above  complete  ...  ...  ...  ...  ...  ..  £0  18 

Chatelaine,  without  instruments  ...  ...  ...  ...  0 4 

Nurse’s  Chatelaine,  nickel-plated,  with  four  chains  and  eight  ends  0 6 


6 

6 

6 
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No.  3.  NURSE’S  WALLET  (Morocco  Leather).  Fig.  14,  containing— 


Dressing  Scissors. 

Silver  Probe. 

Spring  Dressing  Forceps. 

Clinical  Thermometer. 

Spatula,  in. 

The  above  complete 

TO 

• ••  •••  •••  ••  CW  v 

15 

0 

Wallet,  without  instruments 

•••  0 

5 

0 

No.  4.  NURSE’S  WALLET  (Morocco  Leather),  Arnold  & Sons 

Improved.  Fig.  15,  containing — 


Dressing  Scissors. 

Spiing  Dressing  Forceps. 
Spatula,  4^  in. 

Clinical  Thermometer. 


Director  and  Scoop,  silver-plated. 
Silver  Probe. 

Pocket  Knife. 

Aseptic  Needle  Box,  plated. 


The  above  complete 
Wallet,  without  instruments 


£0  18  6 
0 5 6 


I 2 
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No.  5.  NURSE’S  WALLET  (Morocco  Leather).  Fig.  16, 

containing — 


Dressing  Scissors. 

Spring  Dressing  Forceps. 
Caustic  Case,  silver-plated. 
Spatula,  _|A  in. 

Silver  Probe. 

The  above  complete 
Wallet,  without  instruments 


Director  and  Scoop,  silver-plated. 
Clinical  Thermometer. 

Pocket  Knife. 

Pincushion. 

£1  1 0 

0 6 0 


No.  6.  NURSE’S  WALLET  (Morocco  Leather).  Fig.  17, 

containing — 


Dressing  Scissors. 

Ditto  Forceps,  plain. 
Spring  Dressing  Forceps. 
Spatula,  4^  in. 

The  above  complete 
Wallet,  without  instruments 


Clinical  Thermometer. 

Silver  Probe. 

Spring  Tape  Measure,  3 ft. 

£12  6 
0 6 6 


ARNOLD  & SONS,  LONDON 
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Fig.  18.  Fig.  19. 

No.  7.  NURSE’S  WALLET,  Folding  (Morocco  Leather),  St.  John’s 
Ambulance  Pattern.  Fig.  18,  containing — 


Dressing  Scissors. 

Ditto  Forceps,  plain. 
Spring  Dressing  Forceps. 
Caustic  Case,  silver-plated. 

The  above  complete 
Wallet,  with  instruments 


Spatula,  4^  in. 

Silver  Probe. 

Director  and  Scoop,  silver-plated. 
Clinical  Thermometer. 

£17  0 

0 10  0 


No.  8.  NURSE’S  WALLET  (Morocco  Leather),  Arnold  & Sons’ 

Improved.  Fig.  19,  containing — 


Dressing  Scissors. 

Ditto  Forceps,  plain. 
Spring  Dressing  Forceps. 
Caustic  Case,  silver-plated. 
Tongue  Depressor,  folding. 
Spatula,  nickel-plated,  5 in. 

The  above  complete 
Wallet,  without  instruments 


Director  and  Scoop,  silver-plated. 
Silver  Probe. 

Clinical  Thermometer. 

Spring  Tape  Measure,  3 ft. 
Pincushion. 

£1  12  0 

•/•  • » • 0 0 0 


H 


ARNOLD  & SONS,  LONDON 


No.  9.  NURSE’S  WALLET  (Morocco  Leather),  Arnold  & Sons’ 

Improved.  Fig.  20,  containing — 


Dressing  Scissors. 

Ditto  Forceps,  French  pattern. 
Spring  Dressing  Forceps. 

Spatula,  Nickel- plated,  5 in. 
Tongue  Depressor,  folding. 
Director  and  Scoop,  silver-plated. 

The  above  complete 
Wallet,  without  instruments 


Silver  Probe. 

Clinical  Thermometer. 

Spring  Tape  Measure,  3 ft. 

Match  Box,  silver-plated. 
Pincushion. 

£1  13  0 

0 7 6 


No.  10.  NURSE’S  WALLET  (Morocco  Leather),  Arnold  & Sons’ 

Improved.  Fig.  21,  containing — 


Dressing  Scissors. 

Ditto  Forceps,  French  pattern. 
Spring  Dressing  Forceps. 

Spatula,  Nickel-plated,  5 in. 
Tongue  Depressor,  folding. 

Silver  Probe. 

The  above  complete 
Wallet,  without  instruments 


Director  and  Scoop,  silver-plated. 
Clinical  Thermometer. 

Pocket  Knife,  very  superior,  with  6 
implements. 

Spring  Tape  Measure,  3 ft. 
Pincushion. 


£1  19  6 
0 6 6 


ARNOLD  & SONS, 


LONDON 
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Fig.  22. 


OPEN. 

Fig.  23. 


CLOSED. 

Fig.  24. 


No.  11.  NURSE’S  WALLET  (Morocco  Leather),  Arnold  & Sons’ 

Improved.  Fig.  22,  containing — 


Nurse’s  Keyless  Watch,  oxydised 
case. 

Dressing  Scissors. 

Spring  Dressing  Forceps. 

Caustic  Case,  silver-plated. 

Silver  Probe. 

The  above  complete 
Wallet,  without  instruments 


Clinical  Thermometer. 

Spatula,  4^  in. 

Pocket  Knife. 

Match  Box,  silver-plated. 

£1  11  0 

0 7 6 


No.  12.  NURSE’S  ASEPTIC  WALLET  (Morocco  Leather,  Registered). 

Figs.  23  & 24,  6/6. 


2 


i6 
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Chatelaine  Fittings,  Dressing 
Instruments,  &c. 


Pincushion  (Morocco  Leather)  for  Chatelaine,  Red  Cross, 

large.  Fig.  25 

Ditto  ditto  Long  Cross,  large.  Fig.  26 

Ditto  ditto  Maltese  Cross,  large.  Fig.  27 

Ditto  ditto  ditto  small 


Fig.  28. 


Fig.  29. 


Pincushion  (Morocco  Leather)  for  Chatelaine,  diamond 

shape.  Fig.  28 

Ditto  Diamond  Shape,  with  siver-plated  sides,  f1  ig.  29 


Fig.  30. 

Match  Box  (Registered)  silver-plated,  superior,  for  Chate- 
laine. Fig.  30 


£0 

0 

0 

0 


1 

1 

1 

1 


6 

6 

6 

0 


0 0 9 
0 1 0 


0 1 6 


ARNOLD  & SONS,  LONDON 
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Fig.  33. 


Measure,  for  Chatelaine,  linen  tape,  with  spring  action  and 
English  and  French  scales.  Fig.  33  Is.  8d.,  2s.,  2s.  6d.  & 


0 3 0 


Pulse  Glass,  for  Chatelaine,  \ minute,  vulcanite  mounted  0 13 

Ditto  ditto  ditto  metal  Fig.  34  0 3 0 


Fig.  35. 


Corkscrew,  superior 

Ditto  and  Button-hook  combined.  Fio-.  oc 

o DD 


0 1 0 
0 1 6 


i8 
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Nurse’s  Watch,  keyless,  oxyclisecl  black.  Fig.  36  ...  ...  £0  8 6 


Ditto 

ditto 

keyless,  silver,  crystal  glass,  engraved  case, 

with  centre-seconds.  Fig.  37  ••• 

Ditto 

ditto 

keyless,  silver,  crystal  glass,  with  centre- 

seconds,  very  superior.  Fig.  38 

Fig.  39. 

Pocket  Knife, 

two-bladed,  in  buck  horn  or  ivory 

handle, 

Fig.  39. 

Is.  and 

0 

1 

6 

Ditto 

ditto  in  pearl  or  tortoiseshell 

handle, 

2s. 

6d. and 

0 

3 

6 

Fig.  40. 


Pocket  Knife, 
Fig.  40. 


very  Hat,  four-bladed,  in  tortoiseshell  handle, 


0 5 6 
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Pocket  Knife,  for  Chatelaine,  in  pearl  handle  ... 

Ditto  ditto  superior,  in  pearl  handle. 


£0  5 6 

Fig.  41  0 7 6 


ARNOLD  3 SUNS  LONDON 

Fig.  42. 

Abscess  Knife  (Paget’s)  with  spring  back,  in  tortoiseshell. 

F ig.42.  ...  • • • •••  •*• 

Ditto  ditto  with  spring  back  and  French  catch, 

in  tortoiseshell.  Fig.  42 
Ditto  ditto  in  aseptic  metal  handle 


0 4 6 

0 5 0 

0 5 0 


Fig.  43. 

Synies  and  Paget  Knife,  with  spring  back,  in  tortoiseshell  ... 
Ditto  ditto  ditto  and  French  catch, 

in  tortoiseshell.  Fig.  43 

Ditto  ditto  ditto  in  aseptic  metal  handle 


0 7 0 

0 8 0 
0 8 0 


O 

* 



Fig.  44. 

Suture  Needles,  half  curved,  assorted  sizes. 
Ditto  curved  ditto 

Ditto  straight  ditto 


Fig.  44- 
Fig-  45 


Fig.  45. 

Per  pkt. 
ditto 
ditto 


0 1 0 
0 1 0 
0 1 0 
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Aseptic  Emergency  Package,  with  curved,  half-curved,  or 
straight  needle,  litted  with  catgut,  silk,  or  silkworm  gut. 

Fig.  46  each  £0  0 6 

Extract  from  The  British  Medical  Journal : “The  Emergency  Package  consists  of  a 
sealed  glass  tube  containing  a suture  needle  threaded  for  immediate  use.  As  the  accom- 
panying illustration  shows  the  tube  is  in  different  shapes  according  to  the  shape  of  the 
needle.  The  tube,  which  can  easily  be  carried  in  the  waistcoat  pocket,  will  doubtless  be 
found  very  convenient  in  practice.” 


Fic.  47 


Suture  or  Ligature  Silk  (Arnold  N Sons’  Improved),  four  sizes 

on  tablet.  Fig.  47 

Ditto  ditto  ...  ...  ...  ...  per  hank 


0 1 3 

0 1 0 


Fig.  48. 


Needle  Boxes,  aseptic,  nickel-plated.  Fig.  48.  Is.,  Is.  6d.  & 0 19 
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Fig.  49. 


Dressing  Scissors.  Fig.  49 


£0 


2 


6 


Dressing  Scissors,  blunt  or  sharp  pointed.  Fig.  50  ...  ...  0 3 0 


Dressing  Scissors,  blunt  or  sharp  pointed,  with  take-off 

aseptic  joints.  Fig.  51  ...  ...  ...  ...  ...  0 3 6 


Fig.  52. 


Dressing  Scissors,  angular,  small.  Fig.  52 
Ditto  ditto  large 

Ditto  ditto  with  take-off  aseptic  joints 


0 3 0 
0 4 0 
0 4 6 


ARNOLD  & SONS,  LONDON 
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Fig.  53. 

Dressing  Scissors,  curved  on  flat,  blunt  or  sharp  pointed. 

Fig.  53.  4s.  6d.  and  £0  5 0 

Ditto  ditto  with  take-off  aseptic  joints.  5s.  and  0 5 6 


Fraenum  Scissors,  nickel-plated  shanks.  Fig.  54  ...  ...  0 3 0 


Fig. 


xv 


Ward  Scissors. 
Ditto 
Ditto 
Ditto 


5 in. 

in. 
6J  in. 
7i  in. 


Fig-  55 


0 2 6 
0 2 9 
0 3 9 
0 4 9 


Ward  Scissors,  extra  strong,  7 in 


Fig.  56 


• • • 


0 3 6 
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Fig.  57. 


Starch  Bandage  Shears  (Clover’s). 


£0  5 0 


Fig.  58. 

Scissors,  Ladies’  embroidery. 
Ditto  cutting  out. 


Fig.  59. 

Fig.  58  ...  ...  3s.  6d.  and  0 4 6 

Fig.  59  2s.  6d.,  3s.,  4s.  and  0 5 0 


Fig.  60. 


Scissors,  Ladies’,  button  hole.  Fig.  60...  ...  3s.  6d.  and 


0 4 6 
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Scissors,  Nail,  straight.  Fig.  62.  2s.  6d.  and  £0  3 6 

Ditto  curved.  ...  ...  ...  ...  3s.  6d.  and  0 4 6 


Fig.  63. 

Scissors,  Ladies’,  three  sizes,  in  leather  case.  Fig.  63  from 

7s.  6d.  to  110 

Ditto  four  sizes  ditto  ...  10s.  6d.  to  1 5 0 


Fig.  64. 


Fig.  65. 


Fig.  66. 


Nail  Nippers.  Fig.  64  

Ditto  Improved.  Fig.  65  

Ditto  ditto  with  folding  spring,  superior.  Fig.  66 


0 4 0 
0 5 0 
0 7 6 
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EXACT  SIZE. 

Fig.  67. 

Nail  Nipper,  with  hie.  Fig.  67  £0  1 

Nail  Trimmer,  with  hie  ...  ...  ...  ...  ...  ...  0 1 


Fig.  68. 

Dressing  Forceps,  spring.  Fig.  68  2s.  and  0 2 

Ditto  ditto  aseptic,  to  take  apart,  nickel-plated  0 3 


6 

0 


6 

6 


Artery  Forceps  (Luer’s). 
Ditto  ditto 


Fig.  69. 

Fig.  69  

aseptic,  to  take  apart,  nickel-plated 


Dressing  Forceps,  plain  pattern.  Fig.  70 


Dressing  Forceps,  French  pattern.  Fig.  71 

ditto  aseptic  take-off  joint 


0 6 
0 6 


0 2 


0 3 
0 4 


0 

6 


6 


6 

0 


2 6 
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Torsion  Forceps  (Spencer  Wells’s),  latest  pattern.  Fig.  72...  £0 
Ditto  ditto  ditto  nickel-plated  0 

Ditto  ditto  aseptic,  with  take-off  joint  0 


4 6 

5 0 
5 6 
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Fig.  73. 

Spatula,  German  silver 
Ditto  plated 

Ditto  electro-plated  and  engine  turned.  Fig.  73 


Fig.  74. 

Caustic  Case,  ebony,  with  silver-gilt  holder.  Fig.  74  ...  0 3 0 


0 1 6 
0 2 0 
0 2 6 


Caustic  Case,  aluminium  ... 
Ditto  electro-plated. 


Fig. 


75- 


75 


0 2 6 
0 3 0 
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Fig.  76. 

Caustic  Case,  silver,  small  (slide  holder).  Fig.  76  ...  ...  £0  5 6 


ARNOLD  & SONS  LONDON 

Fig.  77. 


Probe,  silver.  Fig.  77 


0 1 0 


Fig.  78. 

Director,  with  Scoop,  silver-plated.  Fig.  78  ... 
Ditto  ditto  extra  stout,  silver 


Female  Catheter  (Godson’s),  glass.  Fig.  79  ... 
Ditto  elastic  gum 


0 1 6 
0 4 0 


0 

0 

6 

0 

1 

0 

Female  Catheter,  electro-plated.  Fig.  80 
Ditto  ditto  silver  ... 


0 2 6 
0 5 0 


female  Catheter,  sliding,  electro-plated.  Fig.  81  ...  ...  n 4 0 

Ditto  ditto  silver  ...  ...  a n « 
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Fig.  82. 


Catheters  (Jacques’s), 
Fig.  82 

Ditto  ditto 


india-rubber,  best  quality, 
• • • • • • • • • • . . 
extra  large  sizes ... 


sizes  3 to  12. 
each 
ditto 


0 1 6 
0 2 0 
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Fig.  83. 

Catheter  Bottle  (Cripps’s),  glass,  with  plated  screw  cal'),  for 
carrying  catheters  in  solution.  Fig.  83  ... 


£0 


5 


0 


Sponge  Holder,  2 prongs,  nickel-plated. 
Ditto  3 prongs,  ditto 


Fig.  84 


0 2 0 
0 2 6 


Fig.  86. 


0 2 6 


Ditto 

ditto  in  aseptic  metal  handle 

...  0 

3 

6 

Ditto 

folding,  nickel-plated.  Fig.  86  ... 

...  0 

6 

0 

Ditto 

ditto  electro-plated,  gilt  ends  ... 

...  0 

6 

6 

Ditto 

plain  vulcanite 

...  0 

2 

0 

Ditto 

ditto  glass  ... 

...  0 

1 

6 

Tongue  Depressor,  folding  wire,  plated.  Fig.  87 
Ditto  electro-plated.  Fig.  88 


Fig.  88. 


0 3 6 
0 4 6 
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Fig.  89. 


longue  Depressor  (Dowding’s),  registered,  with  shield  for 
protecting  the  face  during  applications  to  the  throat  in 
diphtheria  Fig.  89 £0  10 


6 


Fig.  90. 

Tourniquet,  “Reliance”  (Arnold  & Sons’),  patented,  complete 
in  box.  Fig.  90  


0 2 6 


Extract  from  The  Lancet Messrs.  Arnold  and  Sons  have  introduced  a new  form 
^np’  01  fastening,  foi  an  elastic  tourniquet,  for  which  a patent  has  been  applied  It 
16  very  sunple,  light  and  inexpensive,  made  in  the  form  of  a hook,  but  tapering  towards 
the  end  with  an  india-rubber  ring  for  attachment.  It  can  be  secured  or  released  instan 
taneously  By  simply  placing  the  tubing  in  a hook  it  is  held  firmly  and  secu,  e y and 
by  a gentle  outward  pull  it  can  be  immediately  released.”  * ’ 


3° 
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Clinical  Thermometers,  &c. 

COPY  OF  LETTER  RECEIVED. 

li  To  Messrs.  Arnold  & Sons,  “Admiralty,  Whitehall,  S.W. 

“ Gentlemen, — I beg  to  acquaint  you  that  the  new  Clinical  Thermometer  submitted 
by  yon  lor  trial  to  the  Royal  Naval  Hospital,  Haslar,  is  approved,  and  it  will  now  take 
the  place  of  pattern  292  in  the  Schedule.  I have  to  request  that  you  will  be  good 
enough  to  forward  to  the  Department  of  the  Medical  Director-General,  21,  Northumber- 
land Avenue,  one  oi  the  instruments  for  adoption  as  the  Official  Standard. — Yours,  etc.’ 

~ in  1 1 1 ?i  1 1 n 1 1 1 1 11 1 1 nriTiTrLrrm  1 p ittptttptd  p n t [ i m iniifTnTTTTrr  y 

^ RELIANCE.'  8 5 Y ~TOO  ARNOLD &SONSS  LOUDON  110— 

Fig.  91. 

“ Reliance  ” Clinical  Thermometer,  with  indestructible  index, 

in  metal  case.  Fig.  91  ...  ...  ...  £0  2 6 

Ditto  ditto  ditto  ditto  (half-minute),  in  metal  case  0 4 6 


Fig.  92. 

“ Reliance  ” Clinical  Thermometer,  with  magnifying  index,  in 
metal  case.  Fig.  92... 

Ditto  ditto  ditto  ditto  (half-minute),  in  metal  case 


Boxwood  Thermometer,  plain.  Fig.  93 
Ditto  ditto  polished 

Ditto  ditto  with  enamelled  tube 


0 3 6 

0 6 6 


0 1 0 
0 2 0 
0 2 6 


Fig.  94. 


Bath  Thermometer,  japanned  tin.  Fig.  94,  Is.  6d.,  2s.  0d.,  and 
Ditto  copper  ...  ...  ...  •••  4s.  and 


Na  me  Aas  Disease  Result 


Fig.  95. 

Temperature  Charts.  Fig.  95  per  doz.  ... 


0 2 6 
0 5 0 


0 0 6 
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RECORD  OF  TEMPERATURE. PULSE.  RESPIRATION  &c 
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Fig.  96. 


'Temperature  Charts,  Arnold  & Sons’ 
Fig.  96  ...  ... 

Ditto  ditto 

Diphtheria  ditto,  4 hours 

Chart  Boards,  with  leather  corners 


Improved,  for  30  days. 

per  do*/, 
ditto  ...  per  hundred 

per  doz. 


£01  . 0 
0 7 6 
0 3 0 
0 0 9 


THROAT  BRUSHES. 


Fig.  97. 

Camel  Hair  Brushes,  i gross,  assorted  sizes,  and  3 doz.  Cedar 
Sticks,  complete,  in  box.  Fig.  97 

o 

0 


0 4 6 
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4 

3 


Camel 


Hair 

Brushes,  superior. 

Fig.  98. 

No.  1, 

per  doz. 

£0 

0 

7 

Ditto 

ditto 

No.  2 

ditto 

0 

0 

9 

Ditto 

ditto 

No.  3 

ditto 

0 

1 

0 

Ditto 

ditto 

No.  4 

ditto 

0 

1 

3 

Fig.  99. 


Throat  Brushes,  on  cedar  steins,  curved  or  straight.  Fig.  99 

each  003 


Fig.  1 00. 

Throat  Brush,  on  wire  stem.  Fig.  100  ...  ...  •••  0 0 3 


Throat  Brush,  camel’s-hair,  on  whalebone  stem.  Fig.  101 


0 1 


0 
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Glass  Measures,  Medicine  Glasses, 

&c. 


Fig.  102. 

Fig.  103. 

Measures, 

glass, 

graduated 

, conical, 

or 

cup  - shaped. 

Figs. 

102  and 

103— 

i drill. 

2 drill. 

J oz. 

I oz. 

2 oz. 

3 oz. 

6d. 

8d. 

5d. 

6d. 

7d. 

8d. 

4 oz. 

6 oz. 

8 oz. 

TO  OZ.  I 

2 oz. 

16  OZ.  20  OZ 

9d. 

lid. 

1/- 

1/2 

1/6 

1 / 9 2/- 

Fig.  104. 


Medicine  Glass,  graduated 

Minim  Measure  and  Medicine  Glass,  graduated,  in  leather 
case,  complete.  Fig.  104  ... 

Medicine  Spoons,  closed  top,  with  long  handle 

Ditto  ditto  china,  graduated,  tea,  dessert,  and  table- 
spoon ...  ...  ...  ...  ...  ...  ...  ... 

Glass  Drop  Tubes,  with  india-rubber  top,  per  doz.  2s.  6d., 

3s.  6d.,  and 

Glass  Eye  Bath 


£0  0 6 

0 1 6 
0 1 3 

0 1 0 

0 4 6 
0 0 6 
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Fig.  105. 


Fig.  106. 


Glass  Measure,  graduated.  Fig.  105 


£0  2 9 


Glass  Funnels,  plain.  Fig.  106 — 


1 oz.  2 oz.  4 oz. 

2/-  2/3  3/9 

Ditto  ribbed — 

1 oz.  2 oz.  4 oz. 

2 - 3 - 4/- 


8 oz. 


5 3 


8 oz. 

6 - 


20  oz. 

7/6  per  doz. 
20  oz. 

8 - per  doz. 


Enamelled  Iron  Measures. 

Fig.  107  ... 

...  100  gramme 

£0 

2 

0 

Ditto 

ditto 

Fig.  108  ... 

...  250  ditto 

0 

3 

0 

Ditto 

ditto 

Fig.  109  ... 

w 

-4—* 

D 

0 

0 

10 

0 

4 

0 

Ditto 

ditto 

Fig.  no  ... 

...  1000  ditto 

0 

5 

6 
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Fig.  hi. 


Poultice  Spatulas,  riveted,  balance  handles.  Fig.  m — 

4 in.  5 in.  6 in.  7 in.  8 in.  9 in.  10  in.  11  in.  12  in. 

6d.  7d.  8d.  it-  1/3  1/6  1/10  2/4  3/- 


Fig.  112. 


Flannel  Squeezer  (Duke’s).  Fig.  1 12  ...  ...  ...  ...  £0  5 6 


Fig.  113. 


Pestles  and  Mortars 

, Wedgwood 

, composition.  Fig. 

US- 

4 oz. 

8 oz.  1 

2 oz.  16  oz. 

22  oz 

1/2 

1 8 

21-  2/9 

3/6 

Ditto 

ditto 

iron  (tinned 

inside) — 

1 pint 

2 pints 

^ pints 

4 pints 

2/- 

3/3 

4/6 

6/- 

Ditto 

ditto 

glass — 

2 oz. 

4 oz. 

6 oz. 

8 oz. 

8d. 

9d. 

1/- 

1/6 
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Hypodermic 


Syringes. 


Fig.  i 14. 

Hypodermic  Syringe,  vulcanite  mounted,  in  case.  Fig.  114  ...  £0  2 6 
Ditto  ditto  and  plated  guarded  barrel  0 4 6 


Hypodermic  Syringe  (Bokenham’s),  aseptic  (patented),  with 
two  needles  and  three  spare  pistons,  in  nickel-plated 
case,  complete.  Fig.  115  ... 


0 5 0 


Fig.  1 16. 


Hypodermic  Syringe  (Bokenham’s),  aseptic,  latest  pattern, 
patented,  with  two  needles,  spare  glass  barrel,  and  three 
spare  asbestos  pistons,  in  leather  case,  plated.  Fig.  116  0 7 6 

It  consists  of  the  following  parts  : — (1)  the  outer  glass  tube  drawn  out  at  one  end  into 
a cone,  on  to  which  the  needles  fit  direct,  thus  saving  a joint  which  generally  becomes 
leaky  ; (2)  a piston  composed  of  an  inner  flanged  rod,  and  between  the  two  flanges  is 
placed  a disc  of  asbestos,  which  can  be  compressed  and  thus  made  to  expand  laterally, 
by  approximating  the  two  flanges.  The  handle  of  the  syringe  itself  forms  the  means  of 
approximating  these  flanges  to  each  other.  The  asbestos  can  be  easily  replaced  when 
worn  out.  By  using  asbestos  the  whole  can  be  sterilised  without  damage,  the  moisture 
only  serving  to  make  it  expand,  and  so  fit  even  better.  With  this  syringe  there  need 
never  be  the  fear  of  a dirty  or  ill-fitting  piston,  as  the  discs  can  be  quickly  replaced  when 
necessary,  and  the  expanding  arrangement  ensures  perfect  action. 
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Fig.  117. 

Hypodermic  Syringe,  with  plain  piston,  plated  mounts,  and 
two  steel  needles,  in  leathei  case.  Fig.  1 17 


£0  10  0 


Fig.  118. 

Hypodermic  Syringe,  with  linger  clips,  two  needles  and  four 
tubes  for  'tabloids,  in  aluminium  or  nickel-plated  case, 
complete.  Fig.  118  ... 


0 10  6 


Fig.  120. 


Hypodermic  Syringe,  aseptic,  with  metal  barrel  and  piston 
rod,  two  needles,  in  aseptic  nickel-plated  case,  com- 
plete. Figs.  1 19  and  120  ...  ...  ...  ...  ...  0 7 6 
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Enemas,  Douches,  &c. 


Fig  12  i. 

Enema  Syringe,  Syphon,  white  rubber,  seamless,  made  in  one 

continuous  piece,  in  cedar  box  £0  2 6 

Ditto  ditto  with  vaginal  tube  and  shield.  Fig.  121  0 3 0 

Ditto  ditto  black  enamelled,  superior,  in  oval 

cloth  box  ...  ...  ...  ...  0 % 0 

Ditto  ditto  with  vaginal  tube  and  shield  ...  ...  0 4 6 


Fig.  122. 

Enema  Syringe,  superior  india-rubber,  with  bone  rectum  tube.  Fig.  122. 


I oz. 

2 oz. 

3 oz. 

4 oz. 

6 oz. 

1/6 

1/9 

2/- 

23 

2 6 

8 oz. 

10  oz. 

12  oz. 

14  oz. 

16  oz. 

3/- 

3/6 

4/- 

4 6 

5 6 

Fig.  123. 


Enema  Syringe  (children’s)  india-rubber,  with  bone  rectum  tube.  Fig.  123. 
I OZ.  I17  oz.  2 oz.  } oz. 

1/-  1/3  1/6  19 
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Fig.  124. 


Vaginal  Syringe,  superior  india-rubber,  with  elastic  gum  tube. 


2 oz.  4 oz.  6 oz. 

2 6 3 - 3/3 


S oz.  10  oz.  12  oz.  14  oz. 

3 6 1-  4/ 6 5 - 


Fig.  124. 

16  OZ. 

6 - 


Vaginal  Douche,  celluloid  (Rains’),  patented,  without  syringe  £0  7 

Ditto  ditto  ditto  with  syringe,  complete 

Fig.  1 25  0 10 


6 

6 


Extract  from  The  British  Medical  Journal:  “Mr.  Robert  H.  Rains,  M.R.C.S.  (Cale- 
donian Road,  N.),  has  designed  a vaginal  douche  made  of  celluloid,  for  which  he  claims 
certain  advantages.  The  vaginal  tube  is  large  enough  to  open  out  the  vaginal  folds,  and 
being  perforated,  as  shown  in  the  drawing,  renders  it  easier  to  wash  out  the  vagina 
thoroughly  than  by  other  patterns.  The  material  of  which  it  is  made  is  unbreakable, 
and  being  transparent  contributes  to  ensure  cleanliness.  It  is  provided  with  an  inflat- 
able india-rubber  cushion  to  occlude  the  vaginal  outlet,  and  is  self-retaining  owing  to 
the  expanded  extremity.  It  can  thus  be  used  by  the  patient  herself,  and  being  provided 
with  a large  waste  pipe  the  risk  of  wetting  the  bed  is  obviated,  and  a drawsheet  is 
unnecessary.  Any  ordinary  india-rubber  syringe  can  be  used  for  supplying  the  fluid  for 
injection,  as  is  shown  in  the  drawing.  The  apparatus  takes  to  pieces  for  cleaning,  and 
can  be  supplied  with  a uterine  tube.  The  appliance  is  made  by  Messrs  Arnold  & Sons 
of  West  Smithfield,  E.C.” 


4° 
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Fig.  126.  Fig.  127. 


Enema  Syringe,  Simplex  (Arnold  & Sons’  Patent),  No.  4,  in 

metal  case,  complete.  Fig.  126 
Ditto  ditto  ditto  No.  3,  in  mahogany 

case,  complete.  Fig.  127 


£0  3 0 
0 5 0 


Fig.  128.  Fig.  129. 

Vaginal  Douche,  Hydrostatic,  japanned  tin,  fitted  with  6 ft. 
india-rubber  tubing,  vulcanite  stop-cock,  vaginal  and 
rectal  pipes,  complete.  Fig.  128  ...  ...  one  quart 

Ditto  ditto  ditto  ditto  two  quarts 

Ditto  ditto  ditto  fitted  with  8 ft.  india- 

rubber  tubing,  vulcanite  stop-cock,  vaginal  and  rectal 
pipes,  complete.  Fig.  129...  ...  •••  one  quart 

Ditto  ditto  ditto  ditto  two  quarts 


0 8 
0 10 


0 10 
0 12 


6 

6 


6 

6 


Vaginal  Douche,  Hydrostatic,  japanned  tin,  iitted  .with  8 ft. 
india-rubber  tubing,  vulcanite  stop-cock,  vaginal  and 
rectal  pipes,  complete.  Fig.  130  ...  ...  one  quart  £0  10  6 

Ditto  ditto  ditto  ditto  two  quarts  0 12  6 

Ditto  ditto  ditto  ditto  oval,  with  lid, 

Iitted  with  8 ft.  india-rubber  tubing,  vulcanite  stop-cock, 

vaginal  and  rectal  pipes,  complete.  Fig.  i3i,two  quarts  0 12  6 


Vaginal  Douche,  Hydrostatic,  zinc,  with  6 ft.  india-rubber 
tubing,  vulcanite  stop-cock  and  glass  vaginal  pipe, 
complete.  Fig.  132  ... 


0 7 6 


4- 
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Vaginal  Douche,  Hydrostatic,  nickel-plated,  with  6 ft.  india- 
rubber  tubing,  vulcanite  stop-cock,  rectal  and  vaginal 
pipes,  complete.  Fig.  133  ...  ...  ...  ...  •••  £0  5 6 


Vaginal  Douche,  Hydrostatic,  glass,  with  6 ft.  india-rubber 
tubing,  vulcanite  stop-cock,  rectal  and  vaginal  pipes, 
complete.  Fig.  134  ... 


0 9 0 
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Fig.  135. 


Glass  Syringes,  Male  or  Female,  best  quality,  per  doz.  Fig.  133. 
i oz-  i oz.  1 oz.  i4  oz.  2 oz.  3 oz.  4 oz. 
2/-  2/6  4/-  6/-  7/6  13/6  20/- 

Metal  Syringes,  Male  or  Female,  best  quality,  per  doz.  : 

i oz.  1 oz.  2 oz.  3 oz. 

4/ 6 7/-  12  - 157- 


Glycerine  Injection  Syringe,  pewter.  Fig.  T36 
Ditto  ditto  ... 


each 

£0 

1 

0 

per  doz. 

0 

9 

0 
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Fig. 


137- 


Glycerine  Injection  Syringe,  vulcanite. 


Fig. 


T37 


1 6 


Fig.  138. 

Vaginal  Tubes,  elastic  gum 

Ditto  glass,  straight  or  curved. 

Ditto  vulcanite,  with  stop-cock 


4d.  and 

each 


0 0 6 
0 0 6 
0 16 
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Vaginal  Tube  (Haydn  Brown’s),  registered,  vulcanite,  made 

in  three  sizes.  Fig.  139  ...  ...  ...  ...  ...  £0 


3 0 


Extract  from  the  Lancet : “ With  a view  to  improving  on  the  red  gum  elastic  tube 
that  is  almost  universally  used  for  vaginal  douching,  I have  devised  one  that  is  intended 
not  only  for  simple  hygienic  self-douching,  but  which  will  be  found  to  be  of  con- 
siderable advantage  under  all  circumstances  where  it  is  necessary  to  apply  antiseptic 
solutions  to  the  walls  of  the  vagina.  The  tube  is  seven  inches  long  and  rigid  ; its 
“business”  end  is  bulbous,  sufficiently  so  to  allow  facile  introduction  and  withdrawal, 
yet  of  such  size  as  will  dilate  each  portion  of  the  vagina  as  it  is  passed.  The  bulbs  are 
of  three  sizes,  the  largest  being  used  after  parturition  or  where  the  vagina  is  particularly 
roomy.  The  small  end  is  made  to  fit  on  the  ordinary  hone  rectal  tube  that  accompanies 
all  enema  syringes.” 


Fig.  140. 


Rectum  Tubes,  elastic  gum,  funnel  ended,  assorted  sizes. 

Fig.  140  ...  each 

Ditto  ditto  ditto  woven  on  silk  ,, 

Ditto  elastic  gum 

Ditto  india-rubber  ...  ...  ...  ...  ,, 

Ditto  ditto  (Cripps’s)  ...  ...  ...  ,, 

Ditto  glass  ...  ...  ...  ...  ...  ,, 


0 3 6 
0 4 6 
0 0 6 
0 1 0 
0 2 6 
0 0 6 


Syphon  for  washing  out  stomach,  with  india-rubber  tube  and 

glass  funnel.  Fig.  141  ...  ...  ...  ...  ...  0 7 6 
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Ear  Syringes,  Douches,  Sue. 


Fig.  r 42. 


Syringe,  Ear,  brass.  Fig.  142 


Ditto 

ditto 

Ditto 

ditto 

Ditto 

ditto 

1 oz.  £0  5 6 

2 oz.  0 7 0 

3 oz.  0 8 0 

4 oz.  0 9 0 


F!G.  143. 


Syringe,  Ear,  brass,  tinned  inside,  best  quality,  with  finger 
rings,  and  fitted  with  either  Toynbee’s,  Abernethy’s,  or 


Allen’s  pipes. 

Fig.  143 

Ditto 

ditto 

Ditto 

ditto 

Ditto 

ditto 

1 oz. 

0 

6 

6 

2 oz. 

0 

7 

6 

3 oz. 

0 

8 

6 

4 oz. 

0 

9 

6 

Channel,  Ear,  with  elastic  band.  Fig.  144 

Ditto  (Arnold  & Sons’),  Improved,  with  head  spring. 

FiS-  H5 


0 2 0 


» * » 


0 4 0 
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Fig.  146. 

Aural  Reservoir  (Molony’s),  japanned  tin.  Fig.  146  ...£0  4 0 


Fig.  147. 

Douche,  Ear,  Simplex  (Arnold  & Sons’),  patent,  in  japanned 

tin  box.  'Fig.  147  0 3 6 

Ditto  Eye  ditto  ditto  ...  ...  0 3 6 


Fig.  148. 

Douche,  Nasal,  Simplex  (Arnold  & Sons’)  patent,  in  japanned 
tin  box.  Fig.  148 
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Fig.  149. 

Douche,  Nasal,  Syphon  (Lennox  Browne’s).  Fig.  149 
Ditto  superior,  in  leather  case 


• • > £0  2 6 

0 4 6 


Fig.  150. 

Forceps,  Aural  (Yearsley’s).  Fig.  150  ... 


0 3 6 


Fig.  151. 

torceps,  Aural  (\ earsley’s),  with  probe  encl.  Fig.  151 


0 4 0 


Fig.  152. 


Ear  Basin,  metal,  for  using  with  syringe. 
Ditto  vulcanite 
Ditto  papier  mache 
Ear  Trough,  glass.  Fig.  153  


0 6 0 

9d.  and  0 i 0 

0 2 0 


4 
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Insufflators,  Iodoform  Dredgers,  &c. 


Fig.  154. 


Insufflator,  Laryngeal,  with  ball.  Fig.  154  ...  ...  ...  £0  3 6 

Ditto  ditto  for  hospital  patients  ...  ...  ...  0 2 0 


Insufflator,  Aural  or  Nasal,  glass,  with  india-rubber  tubing. 
Fig.  155 


0 2 6 


Fig.  156. 

Powder  Blower.  Fig.  156 


0 0 6 


Fig.  157. 

Iodoform  Powder  Blower,  glass,  with  vulcanite  fittings  and 
india-rubber  ball.  Fig.  157 


0 


2 6 
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PATENTED 


Fig.  158. 


Fig.  159. 


Iodoform  Dredger,  glass,  with  screw  plated  cap.  Fig.  158... 
Ditto  vulcanite  ...  ...  ...  Is,  and 

Ditto  ditto  with  nickel  - plated  screw  cap. 

Fig-  LS9  


£0  0 
0 1 

0 4 


6 

6 

6 


Fig.  160. 

Spray,  Laryngeal,  vulcanite,  with  hand  bellows,  complete. 

F‘g-  160  2s.  6d.  and  0 3 6 
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Abdominal  and  Umbilical  Belts, 
Elastic  Stocking’s,  &c. 

Note. — Arnold  6c  Sons  have  a staff  of  experienced  male  and  female  assistants,  who 
can  at  any  time  (on  receiving  one  clear  day’s  notice)  be  sent  to  anvpart  of  the  kingdom, 
for  the  purpose  of  taking  measurements  and  fitting  particular  cases. 

Measurements  Required  for  Abdominal  and  Umbilical  Belts. — Circumference 
at  A,  B,  and  C,  and  depth  from  A to  C.  Fig.  i. 


Fig.  161. 


b 


c 


Fig.  162. 


Abdominal  Belt, 

Ladies’, 

with  plain  cotton  elastic 

sides  and 

supporting  band. 

Fig.  1 61 

£0 

10 

Ditto 

ditto 

with  woven  ditto 

0 

15 

Ditto 

ditto 

ditto  silk  ditto 

. . . 

1 

1 

Ditto 

ditto 

pink  moleskin  (Arnold 

& Sons’), 

improved,  with  broad  supporting  band  and  woven  silk 
elastic  sides,  superior.  Fig.  162  ...  ...  ...  ...  1 10 


0 

0 

0 


0 


Fig.  163.  Fig.  164. 


Abdominal  Belt,  Ladies’,  elastic  cotton  front,  to  lace  at  back. 

Fig.  163  0 15  0 

Ditto  ditto  ditto  ditto  superior. 

Fig.  164  0 17  6 
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Umbilical 

Ditto 


Belt,  with  woven  cotton  elastic  sides  and  india- 

rubber  pad.  Fig.  165  ...  ...  ...  £0  18  6 

with  woven  silk  elastic  sides  and  india-rubber 


Ditto 


pad  ... 

ditto  superior 


1 4 0 

1 13  6 


Fig.  166. 


Umbilical  Band,  Children’s,  india-rubber,  to  draw  on  ...  0 16 

Ditto  ditto  ditto  to  lace.  Fig.  166  0 3 0 

Ditto  ditto  elastic  web,  to  lace  ...  ...  0 2 0 

Umbilical  Belt,  Children’s,  (Arnold  & Sons’),  Improved,  pink 
moleskin,  with  cotton  elastic  sides  and  india-rubber  pad. 

Fig.  167  ...  0 5 0 

Ditto  ditto  ditto  with  silk  elastic  sides,  superior  0 7 0 


Prolapsus  Uteri 
Fig,  168 


Improved. 


7 6 


Fig.  168. 

Bandage  (Arnold  & Sons’), 


• • » 


• • 1 


0 


5 2 
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Fig.  169. 

Stocking,  cotton  elastic 
Ditto  ditto 

Ditto  ditto 

Ditto  silk  elastic 
Ditto  ditto 

Ditto  ditto 


extra  superior  ... 
ditto  to  lace 


extra  superior  ... 
ditto  to  lace 


Ditto  spiral  wire  spring  (Arnold  & Sons’),  Improved, 

to  lace  ...  ...  ...  ...  ...  ...  ...  ,,  1 

Measurements  Required  for  Stockings.— Circumference  at  A,  B,  C,  D.  E 

length  from  A to  ground.  Fig.  i6<). 


Knee-cap,  cotton  elastic  ... 

Ditto  ditto  extra  superior  ... 

Ditto  ditto  ditto  to  lace  ... 

Ditto  silk  elastic 

Ditto  ditto  extra  superior  ... 

Ditto  ditto  ditto  to  lace  ... 

Ditto  spiral  wire  spring  (Arnold  & Sons’),  Improved, 
to  lace  ... 


each 


0 

0 

0 

0 

0 

0 

1 


Measurements  Required  for  Knee-caps. — Circumference  at  A,  F,  G.  Fig. 


Anklet,  cotton  elastic 

Ditto  ditto  extra  superior  ... 

Ditto  ditto  ditto  to  lace  ... 

Ditto  silk  elastic 

Ditto  ditto  extra  superior  ... 

Ditto  ditto  ditto  to  lace  ... 

Ditto  spiral  wire  spring  (Arnold  & Sons’),  Improved, 
to  lace  ... 


each 


0 

0 

0 

0 

0 

0 

1 


Measurements  Required  for  Anklets. — Circumference  at  C,  L),  E.  Fig. 


3 0 
5 0 
7 6 
5 0 
7 6 
10  6 

10  0 

and 


2 0 
3 6 
5 6 

3 6 
5 6 

8 0 

0 0 

170. 

2 0 
3 6 
5 6 

3 6 
5 6 

8 0 

0 0 

170. 
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Obstetric  Binders  and  Douche 

Sheets. 


Fig.  171. 


Obstetric  Binder  (Arnold  and  Sons’).  Fig.  17 1 
Ditto  ditto  (Greene’s),  improved.  Fig.  172 


£0  5 0 
0 7 0 


Fig.  173. 

Obstetric  Binder  (Dunley  Owen’s).  Fig.  173 0 5 0 

Extract  from  The  Lancet:  “At  my  suggestion  Messrs.  Arnold  & Sons,  of  West 
Smithfield,  London,  have  made  for  me  a new  form  of  Obstetric  Binder  which,  I hope, 
will  prove  of  use  in  midwifery.  The  novelty  of  its  manufacture  consists  in  a row  of 
silk  elastic  bands  inserted  on  one  side  of  the  bandage,  which  is  itself  made  of  strong 
linen.  By  these  means  I hope  to  obtain  the  following  advantages  : (1)  Even  pressure 
over  the  abdomen,  each  band  of  elastic  only  expanding  to  the  extent  required  at  its 
situation  ; (2)  power  of  self-adjustability  by  the  patient ; (3)  the  bands  of  elastic  being  at 
the  side,  the  patient  will  not  be  inconvenienced  by  having  to  lie  on  them  ; (4)  the  strong 
safety  pins  supplied  with  each  bandage  will  prove  a boon  to  many,  for  often  nothing  is 
so  difficult  to  find  at  these  times  as  a pin  worthy  the  name  ; (5)  the  binder  is  easily 
cleansed,  and  can  be  used  many  times  if  carefully  put  away  after  each  convalescence. 
I hope  the  time  is  at  hand  when  every  expectant  mother  will  provide  herself  with  a 
scientifically  constructed  obstetric  binder,  and  that  the  day  of  the  roller-towel  and  any 
odd  pins  that  can  be  found  will  pass  away,  to  the  improvement  of  the  figures  of  the 
mothers,  and  last,  but  not  least,  the  temper  of  the  practitioner.” 
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Fig.  174. 


Fig.  175. 


Kelly’s  Douching  Sheet.  Fig.  174 

Ditto  ditto  improved  pattern,  with  tube. 


£10  0 

Fig.  175  15  0 


Fig.  176. 


Pneumatic  Douche  Sheet  (Birmingham’s),  waterproof, 
patented.  Fig.  176  ... 

Ditto  ditto  ditto  solid  rubber  


1 0 0 
1 10  0 


Extract  from  The  Lancet:  “I  recently  had  an  appliance  made  which  lias  proved 
very  valuable  to  me  in  my  midwifery  practice.  It  is  a portable  pneumatic  bedcover 
when  uninflated  and  folded  of  no  greater  bulk  than  a ten-ounce  bottle,  but  when’ 
unfolded  and  inflated  forming  a saving  sheet  30  in.  by  24  in.  in  extent.  This  seems 
small,  but  I have  found  it  is  quite  sufficient.  It  is  somewhat  kite-shaped  in  form,  and 
has  an  inflatable  tube  running  round  its  edge  except  at  the  apex,  which  is  flat  for  some 
three  or  four  inches.  By  placing  the  sheet  beneath  the  patient  (undressed,  of  course) 
and  above  the  ordinary  bedclothes,  bedding,  &c.— having  previously  dilated  the  cushion 
I have  proved  that  every  confinement  can  be  conducted  without  the  bed-covering, 
clothes,  or  carpets  getting  soiled  or  wetted  in  any  way.  The  sheet  can  also  be  used  for 
douching,  irrigating,  &c.  It  can  be  obtained  from  Messrs.  Arnold  & Sons,  London  ” 
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Bandages,  Winders,  Dressings,  &c. 


Fig.  177. 


India-rubber 

Bandages 

(Martin’s  principle).  Fig.  177 — 

5 ft. 

7i  ft- 

10^  ft.  13  ft. 

21  ft 

2-J-  in. 

• • • 

2/- 

3/- 

«/-  6/- 

8/- 

3 in. 

. . . 

2/3 

3/6 

4/6  7/- 

9/- 

India-rubber 

Bandages 

(Statham’s),  Porous — 

5 ft- 

7i  ft. 

IO^-  ft.  ft. 

21  ft 

2\  in. 

• • • 

2/- 

3/- 

4/-  6/- 

8/- 

3 in- 

.  • • 

2/3 

3/6 

4/6  7/- 

9/- 

india-rubber 

Bandages, 

extra 

light  and  thin — 

5 ft- 

7i  ft. 

10^-  ft.  15  ft. 

21  ft 

2-J  in. 

• • • 

1/6 

2/- 

2/6  3/6 

4/3 

3 in- 

, . . 

1/9 

2/3 

3/-  4/- 

5/- 

Cotton  Net  Bandage,  per  dozen  yards — 


2 in.  2\  in. 

3 in.  2)2  i°- 

4 in. 

1/9  2/- 

2 

6 3/- 

3/6 

India-rubber  Web  Bandage, 

per  dozen  yards — 

2 in. 

2— 

in.  3 in. 

9- 

10 

6 12/- 

Calico  Bandages,  per  dozen- 

UNBLEACHED. 

BLEACHED. 

3 yds.  4 yds. 

6 yds. 

3 yds. 

4 yds. 

6 yds. 

2\  in.  ...  2/-  2/6 

4/- 

2\  in.  ...  2/3 

3- 

4/6 

3 in.  ...  2/4  3/- 

5/- 

3 in.  ...  2/9 

4/- 

5/6 

4 in.  ...  3/-  4/- 

61- 

4 in.  ...  3/6 

4/6 

7/- 

6 in.  ...  4/6  6 '*• 

8/6 

6 in.  ...  5/- 

7/- 

10/- 

Open  Wove  Bandages,  6 yards  long, 

per  dozen — 

UNBLEACHED. 

BLEACHED. 

2 in.  2^  in.  3 in 

. 

2 in.  2\  in 

3 ln 

1/6  i/9  2 - 

2-  2/6 

3/- 

Flannel  Bandages,  6 yards  long,  per 

dozen — 

3 in. 

4 in.  6 in. 

13/- 

18/-  24  - 

Domette  Bandages,  6 yards  long,  per  dozen — 3 in. 

4 in. 

7/6 

11/- 

Muslin  Bandages  (Sayre’s),  6 

yards  long,  per  dozen — 3 in 

4 in. 

4/- 

5/6 

Ditto  ditto  prepared  ready  for  use,  6 yards 

long,  3 in.  wide,  in  tin  case per  doz.  0 8 0 

Plaster  of  Paris,  in  tin  case...  ...  ...  ...  16  and  0 2 6 

Calico  Bandages  (Esmarch’s),  triangular,  illustrated... per  doz.  0 5 0 
Ditto  ditto  ditto  plain  ...  ditto  0 4 0 
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Bandage  Winder. 
Ditto 


Fig.  178 

on  mahogany  stand 


Fig.  179. 


Bandage  Winder,  adjustable,  iron,  japanned.  Fig.  179 


Fig.  180. 


Pins  (extra  strong)  made  from  specially  hard  drawn  wire, 
i-£  in.  long.  Fig,  180  ...  ...  •••  per  sheet  ol  24 


£0  4 0 
0 7 6 


0 6 6 


0 2 
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Fig.  181. 


Safety  Pins,  size  No.  i,  Fig.  j8i  ...  ...  ...  per  gross  £0  10 


Ditto 

ditto 

2 

•••  •••  •••  ••• 

ditto 

0 

1 

3 

Ditto 

ditto 

0 

3 

•••  •••  •••  ••• 

ditto 

0 

1 

6 

Ditto 

ditto 

4 

•••  •••  •••  ••• 

ditto 

0 

2 

0 

Safety  Pins,  superior,  can  be  opened  and  closed  either  side. 


Fig.  182. 

Size  No.  1 

• . . 

per  gross 

0 

1 

6 

Ditto 

ditto 

ditto  2 

... 

ditto 

0 

2 

0 

Ditto 

ditto 

ditto  3 

ditto 

0 

2 

6 

Ditto 

ditto 

ditto  4 

• . • 

ditto 

0 

3 

0 

Fig.  183. 


per  doz.  0 10 


Safety  Pins  (Cousins’).  Fig.  183 
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Boracic  Lint 

... 

• • 

...per  lb. 

£0 

1 

9 

Ditto  Wool 

... 

. • 

per  lb.  1 6 and 

0 

2 

0 

Carbolized  Gauze  Bar 

idages,  per 

dozen,  2 in.  1/3  ; 2\  in.  14  ; 

0 

o 

in.  1/9  ; 4 in.  2 3 ; 6 in. 

0 

2 

9 

Ditto  Gauze  . . . 

per  piece  of  six  yards 

0 

1 

0 

Ditto  Lint 

* • • 

. . 

. . per  lb.  2 6 and 

0 

3 

0 

Ditto  Tow  (Calv 

ert’s) 

• . 

...per  lb. 

0 

1 

0 

Ditto  Wool  . . . 

• • • • 

. . 

• • • ...  ...  p, 

0 

2 

0 

Double  Zinc-Cyanide 

Wool 

• . 

0 

3 

0 

Ditto  ditto 

Bandages 

per 

dozen,  2 in.  1/4  ; 2-J-  in. 

1/8;  3 in. 

0 

2 

0 

Ditto  ditto 

Gauze 

per  dozen  yards 

0 

2 

6 

Eucalyptus  Gauze  ... 

• , . 

per  dozen  yards 

0 

2 

6 

Ditto  Wool  . . . 

• . . 

...per  lb. 

0 

2 

3 

Gamgee  Tissue 

. . . 

...  per  lb.  1/9,  2/-  and 

0 

2 

6 

Gutta  Percha  Tissue 

• • . 

per  yard 

0 

1 

6 

Iodoform  Gauze  ... 

. . . 

per  dozen  yards 

0 

4 

6 

Ditto  Lint 

. • • 

...per  lb. 

0 

6 

6 

Ditto  Wool 

. • . 

...  ...  ...  j j 

0 

5 

6 

Lint,  Cotton 

. , . 

...  per  lb.  1/6,  1/9  and 

0 

2 

0 

Ditto  Flax 

. . . 

per  lb.  2 6 ,, 

0 

3 

0 

Oiled  Silk,  Antiseptic 

Protective 

per  yard 

0 

2 

6 

Ditto  Best,  45  in 

. wide 

...  ...  p 

0 

4 

0 

Pink  Jaconet 

...  ...  jj 

0 

2 

6 

Sal  Alembroth  Banda, 

□*es  . . . 

. per  dozen,  2 in.  1/3  ; 3 in. 

0 

1 

8 

Ditto  Gauze 

per  dozen  yards 

0 

2 

0 

Ditto  Wool 

. . . 

...per  lb. 

0 

2 

0 

Salicylic  Gauze 

per  dozen  yards 

0 

3 

6 

Ditto  Silk 

. . . 

...per  lb. 

0 

4 

0 

Ditto  Wool 

. . . 

...  ...  ...  p 

0 

2 

6 

Sanitary  Towels 

. . . 

...  per  dozen,  1/-  and 

0 

2 

0 

Sanitas  Gauze 

per  dozen  yards 

0 

2 

6 

Sublimate  Gauze  ... 

...  .*•  p 

0 

2 

0 

Thymol  Gauze 

. . . 

...  ...  p 

0 

4 

0 

Wool,  Cotton 

...  per  lb.  1/3,  1/6  and 

0 

2 

0 

Do.  do.  Absorbent  ... 

...  „ 13,1/6  „ 

0 

2 

0 

Do.  Wood 

...per  lb. 

0 

1 

3 

Do.  do.  Waddin 

O' 

...  ...  •••  * * 

0 

1 

9 

Do.  do.  Tissue 

• * * 

? t * * • • • * » n 

0 

2 

0 
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Sponges,  Plaster,  &c. 


Fig.  184. 


Sponges,  Zimocca,  carbolized,  one  dozen  in  bottle  with  screw 


cap. 

Fig.  184 

...  ... 

£0 

3 

0 

Ditto 

Bath,  Honeycomb 

2/-,  2/6  and 

0 

3 

0 

Ditto 

Honeycomb,  for  wounds  per  doz.  4 

6/-,  9/-  ,, 

0 

12 

6 

Ditto 

Turkey,  for  wounds  per  doz.  6/-,  9/-, 

15/-,  18/-  ,, 

1 

1 

0 

Ditto 

Ovariotomy,  large,  Hat 

each,  from 

0 

2 

6 

Sponge  Bag,  7J  in.  x 7^  in.  Fig.  185  ... 
Ditto  8-|  in.  x 7f  in. 

Ditto  10  in.  x 9 in. 


0 0 6 
0 0 9 
0 1 0 


6o 
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Fig.  i 86. 

Isinglass  Plaster,  on  line  silk,  i ycl.  long  x 7 in.  wide,  in  tin 


case.  Fig.  186 


£0  1 9 


Fig.  187. 


Isinglass  Adhesive  Plaster,  1 yd.  long  x 2 1 in.  wide,  in  bottle, 

with  metal  screw-cap.  Fig.  187  ...  ...  ...  ...  0 0 9 


Fig.  188. 


Rubber  Adhesive  Plaster, 

Fig.  188 

on  spools  of  ten 

yards 

...  ...  ... 

• * • • 

-J  in. 

0 

1 

3 

Ditto 

ditto 

ditto 

...  1 in. 

0 

1 

6 

Ditto 

ditto 

ditto 

...  i-|  in. 

0 

1 

9 

Ditto 

ditto 

ditto 

...  2 in. 

0 

2 

3 

Ditto 

ditto 

ditto 

...  3 in. 

0 

3 

0 

Tape  Plaster  (Leslie’s),  calico,  J in.,  -J- 

in.,  f in.,  1 in.,  1^  in. 

wide, 

6 yds.  long,  in  tin  case 

each 

0 

1 

0 

Ditto 

ditto  brown 

holland,  ± 

in.,  1 in.,  in.  wide, 

5 yds.  long,  in  tin  case 

... 

each 

0 

1 

0 

Court  Plaster  (Leslie’s),  silk, 

black  or 

flesh-coloured,  f in. 

wide, 

3 yds.  long,  in  tin  case 

...  each 

0 

1 

0 

Calico  or 

drown  Holland  Plaster,  6 in. 

wide,  ro  vds.  long,  in 

caddy,  complete 

... 

each 

0 

5 

0 
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Breast  Relievers,  &c. 


Fig.  189. 


Breast  Reliever,  with  india-rubber  ball.  Fig.  189  ...  2 oz.  £0  2 6 

Ditto  ditto  ditto  " ...  4 oz.  0 3 6 

Ditto  (Arnold  & Sons’),  with  ditto.  Fig.  190  ...  0 2 0 


Fig.  19 1. 


Breast  Reliever  (Budin’s).  Fig.  191 

Ditto  with  india-rubber  tube  and  mouthpiece 


0 4 0 
0 1 0 


Fig.  192. 

Breast  Supporter  (Wickers’s),  Registered.  Fig.  192... 
Nipple  Shields  (Wansborough’s),  metallic,  for  the  preventio 

and  cure  of  sore  nipples  npr 

Ditto  india-rubber  ' 1 fliE* 

..Ditto  glass  • ...  , 1 1 ; | j 

1 eats,  india-rubber  per  cj0; 


0 6 0 

0 1 0 
0 1 6 
0 1 0 
0 2 0 
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Water  and  Air  Beds,  Cushions, 

Pillows,  &c. 

The  following  are  all  made  of  very  superior  india-rubber. 


Fig.  193. 

Air  Cushions,  reeded,  with  depression  in  centre. 

16  X 12  16  x 14  16  x 16 

8/-  9/-  10  - 


F>g- 193— 

18  x 15 

117- 


Air  Cushions,  circular,  reeded,  with  depression  in  centre.  Fig.  194 
15  in.  16  in.  17  in.  18  in.  19  in.  20  in.  21  in. 


8 6 


10/- 


10  9 


11/6 


12/- 


13-  15/- 


Fig.  195. 

Air  Cushions,  reeded.  Fig.  195- 
16  x 12  16  x 14  16  x 16 

7/-  81-  9 /- 


18  x 15 

10- 


Fig.  196. 

18  x 18 

12  - 


18  x 22 

12  6 


Air  Pillows;  plain.  Fig.  196 — 

18  x 13  18  x 15  18  x 18  18  x 22  18  x 24  18  x 26  18  X 30 

6 6 8/-  9 - 10/-  11/-  11  6 12  6 

Air  Cushions,  portable,  silk,  very  light  for  travelling,  4 6,  5 6,  and  6 6. 
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Air  Pillows,  circular,  with  depression  in  centre.  Fig.  197- 


15  in.  16  in. 

17  in. 

18  in 

6 - 6 6 

7/6 

8/6 

Pillows,  neck.  Fig.  198— 

16  X 23 

16  x 23 

9 6 

11  6 

19  in. 

10  - 


18  x 

12/6 


o 


Water  Cushions,  oblong.  Fig.  199 — 

1 8X1 5 18x18  20X18  22X18 

13-  14  6 16-  17  6 


24  X 18  26  X 18  28  x 18 

18/6  21/-  22  - 


Water  Beds.  Fig.  200 — 

30  X 24  36  X 24 

39'-  50/- 


Fig.  200. 

x 36 

100  - 


72  X 30 

125 - 


72  x 36 

135  - 


0 


64 
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Fig.  2oi 


with  holes  for  tying  down  to  bed- 


Waterproof  Bed  Sheet,  with  funnel  in  centre,  48  x 48. 

Fig.  201  £1 

Ditto  ditto 

stead — 

36  X 36  48  X 48  72  X 36 

6/-  10/-  11  - 


72  x 7 2 

18  - 


4 0 


Waterproof  Sheeting,  36 in.  wide,  “ Hospital  ” quality  per  vd.  0 2 3 


Ditto 

ditto 

ditto 

ditto 

stout  ,, 

0 

2 

6 

Ditto 

ditto 

54m.  ditto 

ditto 

ditto  ,, 

0 

3 

9 

Ditto 

ditto 

63m.  ditto 

stout  Wigan 

f 1 

0 

4 

3 

Ditto 

ditto 

ditto 

proofed  on  both  sides  ,, 

0 

2 

8 

Ditto 

ditto 

42m.  ditto 

ditto 

1 » 

0 

3 

0 

Fig.  203. 


Fig.  202. 


Air  Beds,  with  raised  pillow.  Fig.  202. 

72  x 36  84  x 30  88  x 39 

57/6  58  6 75/ 

Bellows  for  inflating  above.  Fig.  203  ... 


88  x 48 

87  6 


0 7 0 
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Water  Cushions,  for  sacrum.  Fig.  204. 

16  X 23  16  x 25  18  X 23 

10  6 11/-  11/6 


18  x 25 

12/- 


Water  Cushions,  circular.  Fig.  20;. 

15  in.  16  in.  17  in.  18  in. 

7 6 8 9 10  - 11/- 


19  in.  20  in.  21  in. 

12/-  13  - 14/- 


Fig.  206. 


Watei  Bottles  for  Feet  or  Stomach 


8x6  10x8 

12x6 

12x8  12 

3 - 4 6 

4/- 

5/6  6 

Ditto 

ditto 

12  x 6 

12  x 8 

5/- 

6/6 

Fig.  206. 

ro  14x8  14x12  16x10  16x12 

6-  8/-  8-  9- 

imp roved  shape. 

14  X 8 16  x 10 

7/-  8 6 
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Hot  Air  Baths,  Bronchitis  Kettles 

& c. 


Hot  Air  and  Vapour  Bath,  with  tubes  for  local  application  ... 
Ditto  ditto  ditto  with  wicker  cradle 

and  dispenser.  Fig.  207 


£1  10 
2 5 


testa 

Is 

m 


mam 

an 

mm 

At m 

lilliiiisipili::;* 

■VMM) 


Fig.  209. 

Hot  Air  Bath  (Arnold  & Sons’),  Improved,  with  tin  wire  gauze, 

Fig.  208 

Ditto  ditto  with  copper  wire  gauze 

Vapour  Bath  (Lee’s),  Mercurial.  Fig.  209  

Cloak  for  Vapour  Bath  

Collar  ditto  ...  

Waterproof  Cloak  ditto 


0 15 
0 18 
0 8 
0 14 
0 5 
0 15 
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Bronchitis  Kettle.  Fig.  210  ...  ...  ...  ...  ...  £0  2 6 


Bronchitis  Kettle,  with  tube 

Ditto  with  medicator 

Ditto  with  tube  and  medicator.  Fig.  21 1 


0 3 6 
0 4 6 
0 5 6 


Bronchitis  Kettle,  with  stand  and  lamp.  Fig.  212 


0 15  0 
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Bronchitis 


Kettle,  Heated  by  Electricity,  nickel-plated. 


Fig.  213 


£1  15 


0 


Vaporifer  (Arnold  & Sons’  Patent),  Bronchitis  Kettle,  Inhaler, 
and  Portable  Vapour  Bath  combined.  Fig.  214 
Ditto  ditto  with  lamp,  saucepan,  and  stand,  complete 


0 5 0 
0 7 6 


Fig.  2 ps.  Fig.  216. 

Fig.  217. 

Stomach  Warmer,  tin.  Fig.  215  

...3  - and 

0 

4 

6 

Ditto  ditto  pewter  ...  

• • • • • • 

0 

10 

6 

Chest  ditto  tin.  Fig.  216  

• • • • • . 

0 

5 

0 

Foot  Warmer,  tin.  Fig.  217 

3 6 and 

0 

4 

6 

Ditto  earthenware,  one  quart  ... 

• • • • • • 

0 

1 

6 
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Eyeshades,  Respirators,  and 

Inhalers. 


Fig.  218. 

Eyeshade,  single,  covered  silk  ... 

Ditto  double  ditto 

Ditto  single,  celluloid 

Ditto  double  ditto 

Ditto  (Arnold  <&  Sons’),  Improved, 
with  silk.  Fig.  218  ... 

Ditto  ditto  Fig.  219 


Fig.  219. 

£0  0 4 

0 0 9 

0 0 6 

0 10 

wire  gauze,  covered 

...  single  0 10 

...double  0 3 0 


These  shades  are  very  light,  and  the  wire  gauze  admits  of  free  ventilation  without 

draught. 


Fig.  220. 

Respirator,  cork,  ladies’  or  gentlemen’s 

Ditto  (Arnold  & Sons’),  silvered  wire.  Fig.  220 
Ditto  ditto  gilt  wire... 

Ditto  ditto  with  wire  gauze  and  perforated 

gilt  plate  


Fig.  22 1. 

Inhaler  (Robert’s),  celluloid.  Fig.  221... 
Ditto  ditto  metal  ... 


0 1 0 
0 2 6 
0 3 6 

0 4 6 


0 3 6 
0 2 6 
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Fig.  222.  Fig.  223. 

Inhaler  (Ellis’s),  for  diseases  of  the  throat,  lungs,  &c.,  as  used 
at  the  Throat  Hospital.  Fig.  222 
Ditto  (Nelson’s),  earthenware.  Fig.  223 


£0 

0 


4 

2 


6 

9 


Fig.  22_j. 

Inhaler  (Basdon’s),  Chloride 
Ditto  (Godfrey’s) 

Ditto  (Kerr’s) 

Ditto  (Vereker’s) 


Fig.  223. 

of  Ammonium.  Fig.  224 
ditto  Fig.  2 25 

ditto  Fig.  226 

ditto 


0 7 6 
0 5 6 
0 7 6 
0 5 0 
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Bed  Pans,  Urinals,  Dressing 

Trays,  &c. 


Bed  Pan,  Slipper,  earthenware.  Fig.  227  ...  3/3,  4/-,  and  £0  4 

Ditto  ditto  covered  flannel  5/-  and  0 6 

Ditto  . metal,  two  sizes.  Fig.  228  each  10/6  and  0 12 


6 

0 

6 


Fig.  229.  Fig.  230. 

Bed  Pan,  Slipper  (Duke’s),  earthenware.  Fig.  229 0 2 6 

Ditto  with  cover,  enamelled  iron.  Fig.  230  0 9 0 

Ditto  ditto  pewter  ' 13/-,  15/-,  and  0 18  0 


Fig.  231. 

Bed  Bath  or  Bidet,  padded.  Fig.  231  ...  ...  13  6 and 

Ditto  ditto  with  tube  and  stop-cock,  complete 


7- 
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Fig.  232. 

Bed  Pan,  enamelled  iron.  Fig.  232 
Ditto  plain  tin 
Ditto  japanned  tin 
Ditto  earthenware 
Ditto  enamelled  iron.  Fig.  233 


Fig.  233. 


3 6,  4 and 


£0 

0 

0 

0 

0 


8 

3 

4 

4 

5 


0 

6 

6 

6 

6 


Fig.  234. 


Glass  Urinal,  male.  Fig.  234  ... 

Ditto  female 

Enamelled  Iron  Urinal,  male.  Fig 
Ditto  Ditto  female  ... 


0 1 0 
0 1 0 
0 3 0 
0 4 3 


Dressing  Tray, 


Ditto 

Ditto 

Ditto 

Ditto 

Ditto 


»lass,  kidney  shape,  four  sizes.  Fig.  236. 

2/-,  3/-,  3 6,  and 

)apier  mache  ditto  6d.,  9d.,  1 and 

ulcanite,  five  sizes  ...  3/6,  4 6,  5 6,  6 6,  and 

iarthenware  ditto  three  sizes  1/3,  1 9,  and 
^lass  triangular.  Fig.  237 
ditto 


0 4 0 
0 1 6 
0 7 6 
0 2 6 
0 3 6 
0 2 0 
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Fig.  238. 

Glass  Bleeding  Basin,  kidney  shape,  with  glass  handle 

attached  to  bottom.  Fig.  238  ...  ...  ...  ...  £0  3 6 


Fig.  239. 


Fig.  240. 


Glass  Spittoon.  Fig.  239... 

Glass  Spitting  Cup,  with  handle.  Fig.  240 


0 2 3 

0 2 6 


Fig.  241.  Fig.  242. 

Glass  Spitting  Cup,  with  handle.  Fig.  241 
Enamelled  Iron  Spitting  Cup.  Fig.  242 
Ditto  ditto  Fig.  243 


0 2 0 
0 1 8 
0 2 0 
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Fig.  244.  Fig.  245. 


Fig.  246. 


Feeding  Cup,  earthenware 

Ditto  enamelled  iron.  Fig.  244 

Ditto  china 

Tumbler,  enamelled  iron  Fig.  245 
Mug  ditto  Fig.  246 


£0  0 9 

0 18 

0 2 0 

...  6d.,  8d.,  and  0 0 9 

...  6d.,  7d.,  „ 0 0 10 


Cup  and  Saucer,  enamelled  iron.  Fig.  247  ...  ...  ...  0 1 0 


Aseptic  Solution  Bowl,  enamelled  iron.  Fig.  248. 
10  in.  12  in.  14  in* 

lOd. 


16  in. 


7d 


14  m 

1/2 


1/10  each 
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Cabinets,  Dressing,  Bandage 

Boxes,  Sec. 


Fig.  249. 


Aseptic  Instrument  Cabinet  (Registered),  24  in.  x 18  in.  x n in., 
made  of  iron,  enamelled  white,  with  polished  plate  glass 
top,  back,  sides,  door,  and  two  plate  glass  shelves  with 
polished  edges.  Fig.  249 £2  15  0 


Extract  from  The  Lancet , March  5,  1898  : “Messrs.  Arnold  & Sons,  of  West  Smith- 
field,  have  constructed  a cabinet  for  the  storing  of  surgical  appliances  at  a price  that 
will  place  it  within  the  reach  of  every  general  practitioner.  It  is  made  of  iron, 
enamelled  white,  with  l in.  polished  plate  glass  top,  back,  sides,  and  door,  with  two  plate 
glass  shelves  with  polished  edges,  and  is  manufactured  in  two  sizes,  18  in.  x 15  in.  x Sin. 
and  24  in.  x 18  in.  x n in.  The  cabinet  should  prove  useful  to  many  institutions  and 
practitioners.” 
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Fig.  2 50. 


Aseptic  Instrument  Cabinet  (Registered),  18  in.  x 15  in.  x 8 in., 
made  of  iron,  enamelled  white,  with  polished  plate  glass 
top,  back,  sides,  door,  and  two  plate  glass  shelves  with 
polished  edges.  Fig.  250  ...  ...  ...  ...  ...  £1  15  0 


Fig.  251. 


Aseptic 

Box,  enamelled,  white 

inside  and  outside,  for 

dressings,  &c., 

with  lock  and 

key.  Fig.  251. 

14  in.  X 9I-  in.  X 10  in. 

0 

10 

0 

Ditto 

ditto 

ditto 

16  in.  X 1 1 in.  X id  in. 

0 

12 

0 

Ditto 

ditto 

ditto 

18  in.  X 1 2\  in.  X 12  in. 

0 

14 

0 

Ditto 

ditto 

ditto 

20  in.  X 13-J-  in.  X 13J  in. 

0 

16 

6 
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Glass  Box,  for  sterilized  bandages. 

Ditto  ditto  ditto 

Ditto  ditto  ditto 


Fig.  252. 

6-J-  in.  X 3L  in.  X 3J  in.... 
7 in.  X 5-J  in.  X 4 in.... 
to  in.  X 6^  in.  X 4-I  in.... 


£0  6 0 
0 9 0 
0 15  0 


Fig.  253. 


Glass  Boxes,  for  sterilized  bandages,  with  glass  roller.  Fig.  25  } 

8/6,  10/6,  and  1 1 0 


Fig. 


Glass  Box,  Aseptic,  with  nickel-plated  cover,  for  soap.  Fig.  254 
Ditto  ditto  ditto  brush.  Fig.  255 


0 8 6 
0 7 6 
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Fig.  256. 


Glass  Jar,  with  drop  on  cover,  for  sponge,  gauzes,  drainage 

tubing,  &c.,  10J  in.  X in.  Fig.  256... 
Ditto  ditto  drainage  tubing,  &c.  (as 

used  at  St.  Bartholomew’s  Hospital),  8J-  in.  X 8^  in. 

Fig-  257 


£0 

0 


4 0 

5 6 


0 2 6 


Solution  Bowl,  earthenware,  as  used  at  St.  Bartholomew  s 
Hospital.  Fig.  259  ... 

Solution  Bowl,  earthenware,  as  used  at  St.  Bartholomew  s 
Hospital.  Fig.  260 


0 2 9 
0 1 9 
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Sterilizers,  &c. 


Fig.  261. 


Simple  Sterilizer,  8 in.  x 4 in.,  made  of  enamelled  iron,  with 
perforated  enamel  tray  to  lift  out.  Fig.  261 


£0 


Fig.  262. 

Simple  Sterilizer,  15  in.  x 6 in.,  made  of  enamelled  iron,  with 
perforated  enamel  tray  to  lift  out  ... 

Ditto  ditto  with  stand  complete.  Fig.  262 

Bunsen  Burner  for  use  with  above 


0 

0 

0 


6 6 


7 6 

10  6 
1 6 


6 


8o 
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Fig.  263. 

Portable  Sterilizer,  for  small  instruments,  7^  in.  x4^  in.  x 2 in., 

nickel-plated.  Fig.  263  ...  ...  ...  ...  ...  £0  19 


Fig.  264. 

Sterilizer  for  Catheters.  Fig.  264 


0 3 6 


Fig.  265. 


0 3 6 


Ditto 

ditto 

ditto  1 ,, 

0 5 

0 

Ditto 

ditto 

ditto  pints 

...  0 7 

6 

Ditto 

ditto 

ditto  3 ,, 

...  0 10 

6 
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Fig.  266. 


Incubator,  with  hot  water  bottles,  thermometer,  &c.,  complete 
(as  supplied  to  St.  Bartholomew’s  and  other  Hospitals). 

Fig.  266  ...  ...  ...  ...  ...  ...  ...£5  5 0 


Fig.  26 


/• 


Poultice  Box  (Donegan’s).  Fig.  267 


1 15  0 


Extract  from  The  British  Medical  Journal:  “This  is  a box  to  hold  all  requisites  for 
making  a poultice  in  a sick  room,  with  a view  to  ensuring  heat,  cleanliness,  and 
despatch.  The  box  is  made  by  Arnold  & Sons,  West  Smithfield,  London.’  Its 
dimensions  are  14  in.  x ro  in.  ; it  holds  tins  for  linseed  meal,  mustard  oil,  methylated 
spirits,  matches,  a spirit  lamp  and  kettle,  a space  for  linen  ; and  the  lid,  when  open  • 
forms  a tray  for  spreading.  To  those  familiar  with  the  difficulty  and  delay  of  getting 
together,  particularly  at  night,  all  these  requisites,  the  advantages  of  having  them  at 

hand  111  a compact  form  are  obvious.  In  a case,  say,  of  croup,  a poultice  could  be  made 
and  applied  in  a few  minutes.” 
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l 

Operation  Table,  Dressing"  Waggons, 

Tables,  &c. 


Fig.  2 69. 


Portable  Operation  Table  (Registered),  6 ft.  long  x 2 ft.  3 in. 
wide.  Figs.  268  and  269 


£6  6 0 


LONDON 


ARNOLD 


& SONS, 


Fig.  270. 


Invalid  Spring  Bedstead,  adjustable  (Lawson  Tait’s  patented), 
made  of  enamelled  iron  (as  made  for  the  British  Hospital, 

Buenos  Ayres,  &c.),  6 ft.  9 in.  long  x 3 ft.  Fig.  270  ...  £4  15  0 

The  upper  part  of  this  Bedstead  may  be  easily  raised  or  lowered  to  any  desired  angle 
without  disturbing  the  patient,  by  turning  the  handle  at  foot  end. 


If  with  head-pole,  chain,  amh  handle,  12  6 extra. 


ARNOLD  & SONS,  LONDON 


Aseptic  Dressing  Table,  18  in.  x 14J  in.,  made  of  iron 
enamelled  white,  with  plate  glass  top,  and  two  metal 
shelves,  enamelled  white.  Fig.  271 


Improved  Bed  Table,  made  in  walnut,  birch,  or  antique  oak.  ^ ^ g 

This  table  is  securely  fastened  to  an  iron  sl'rr|,)'V^ vb-V  snviil'hand  whee'l'\vhich, 
into  an  upright  slotted  iron  frame,  and  is  controlled  b>  a small  nano 

when  turned  to  the  right,  clamps  it  firmly  in  position  The 

It  is  easy  to  regulate,  and  can  be  adjusted  to  a. yhetgl 1 l om  wc  ^ 

table  is  ft.  wide  and  3 ft.  long,  and  has  a level  toj  . 
consequently  a child  can  move  it  from  place  to  place. 
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Fig.  273. 


Aseptic  Dressing  Waggon,  “ Reliance,  ” made  of  iron,  enamelled 
white,  with  polished  plate  glass  top,  cupboard  under- 
neath, 24  in.  x 16  in.  x 16  in.,  made  so  that  if  required 
one  or  all  sides  will  fall  down,  forming  a table  ; one  side 
is  fitted  with  an  enamelled  iron  basin,  with  springs  for 
emptying,  towel  hanger,  irrigator  stand,  enamelled  iron 
shelf,  and  india-rubber  castors  (as  made  for  the  Salisbury 
Hospital).  Fig.  273 


£8  8 0 
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Crutches,  Bed  Rests,  Carrying 

Chairs,  &c. 


Fig.  275.  Fig.  276.  Fig.  277.  Fig.  278. 


Fig.  279. 


Crutches,  Hospital.  Fig.  274 

Ditto  Black,  with  padded  heads 
Ditto  French,  with  padded  heads.  Fig.  275... 
Ditto  ditto  ditto  best  quality 

Ditto  Elliptic  Head  (Arnold  & Sons’).  Fig.  276 
Ditto  with  single  spring.  Fig.  277 

Ditto  with  double  ditto.  F 'ig.  278  

Ditto  Improved,  with  movable  head,  patented, 

Fig.  279 


per  pair  £0  3 0 

„ 0 7 6 

0 15  0 
110 

1 17  6 

1 15  0 

2 2 0 

„ 30/-  1 15  0 
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Fig.  281. 


Bed  Rest,  portable,  with  iron  folding  frame,  and  canvas  back. 

Fig.  280  ...  ...  •••  •••  •••  •••  •••  ^0  10  0 

O 

Ditto  (Arnold  & Sons’),  Improved,  with  adjustable  quad- 
rant, padded  at  sides  and  back,  complete.  Fig.  281  ...  1 4 0 


Bed  Rest  (“  Core  ”),  patented.  Fig.  282  ...  1 5 0 

Extract  from  The  British  Medical  Journal  : “This  Bed  Rest  is  specially  adapted  for 
convalescing  invalids  for  acute  cases  of  heart  disease  and  dropsy.  It  is  claimed  for  it 
that  it  is  superior  to  any  in  present  use  on  account  of  its  comfort,  as  well  as  it  being  so 
thoroughly  sanitary,  it  can  be  arranged  at  any  angle,  so  that  a patient  may  sit  quite 
upright  or,  again,  even  in  a recumbent  position.  Messrs.  Arnold  & Sons,  of  West 
Smithfield,  are  the  makers.” 

Extract  from  The  Lancet:  “The  Bed  Rest  invented  by  Mrs.  M.  A.  Core  is  stated  to 
be  specially  adapted  for  convalescing  invalids  or  for  acute  cases  of  heart  disease  and 
dropsy.  The  back  is  curved  (see  engraving)  and  the  pillows  rest  in  lengthwise.  The 
lower  curved  bands  fixes  the  back,  leaving  the  lower  part  of  the  spine  to  rest  solely  on 
the  pillows.  There  are  brass  buttons  at  the  back,  so  that  in  the  case  of  a long  and 
tedious  illness  pillows  can  be  more  firmly  secured  by  means  of  pieces  of  strong  tape  in 
which  button  holes  have  been  made  ; the  pillows  can  be  shaken  without  uncomfortably 
disturbing  the  patient.  Messrs.  Arnold  & Sons,  of  West  Smithfield,  are  the  makers.” 

Extract  from  letter  received  from  G.  B.  Fraser,  M.R.C.S.,  Weston-super-Mare  : “ Dear 
Sirs, — I am  well  pleased  with  the  ‘ Core  ’ Bed  Rests  you  have  sent  to  my  patients,  in 
fact,  so  much  so  that  I shall  be  obliged  if  you  will  send  me  one  for  use  in  my  own 
household.” 
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Bed  Rest,  adjustable,  plain  wood.  Fig. 


Ditto 

proved. 


ditto  with  cane  back  (Arnold  & Sons'),  Im- 


Fig. 


284 


Fig.  285. 

Self-propelling  Chair,  with  stuffed  back  and  seat.  Fig.  285  . 


Fig.  286. 

Carrying  Chair,  made  of  Malacca  and  Bamboo.  Fig.  286  ... 
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Fig.  287. 

Carrying  Chair,  made  of  Malacca  and  Bamboo,  extra  strong. 

Fig.  287  £19  0 


Fig.  288. 


Fig.  289. 


Arm  Sling,  without  elbow,  plain  leather.  Fig.  288  ... 

Ditto  ditto  patent  ditto... 

Ditto  with  elbow,  plain  leather.  Fig.  289 
Ditto  ditto  patent  ditto 

Ditto  ditto  ditto  sliding.  Fig.  290 

Ditto  (Arnold  & Sons’),  Improved,  woven  wire,  covered 
silk,  very  cooband  light 


0 5 6 

0 8 6 
0 8 6 
0 10  6 
0 14  0 

0 11  6 
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Galvanic  Batteries,  &c. 


Electro-Magneto  Machine,  in  plain  wood  case  ...  small  £15  0 


Ditto 

ditto  ditto 

Fig.  291  large 

1 10 

0 

Ditto 

ditto  superior  quality, 

in  mahogany 

CclSC  • • • • • • 

...  small 

1 10 

0 

Ditto 

ditto  ditto 

. . . large 

1 15 

0 

Electro-Magneto  Machine  (Arnold  & 
dial  indicator,  in  mahogany  case. 


Sons’),  with 
Fig.  292 


improved 


2 2 0 


ARNOLD  & SONS,  LONDON 


Qi 


Battery,  Bichromate  (Butler-Smythe’s),  induced  current, 

portable.  Fig.  293  ...  ...  ...  •••  •••  £2  5 0 

Extract  from  The  British  Medical  Journal:  “This  Galvanic  Apparatus  is  more 
portable  than  those  hitherto  in  use,  and  possesses  other  advantages  which  will  probably 
make  it  serviceable  in  medical,  general,  and  surgical  practice.  The  batteries  have  been 
made  by  Messrs.  Arnold  & Sons,  of  West  Smithfield,  who  have  also  fitted  them  to  their 
Registered  Obstetric  Bags.” 


New  Portable  Battery,  dimensions  5 X 3}  x 2J  in.  Fig.  294  10  0 

Fig.  294  shows  a very  portable  and  cheap  battery,  and  for  its  size  exceedingly 
powerful.  It  is  fitted  with  a patent  dry  cell,  which  will  last  between  six  and  nine 
months  if  used  for  ten  or  fifteen  minutes  twice  a day.  The  handles,  cords,  and 
faradisation  brush  fit  into  a small  receptacle  at  the  base  of  the  battery,  as  shown  in 
illustration.  A new  cel!  can  be  supplied  at  a very  small  cost.  It  is  without  doubt  the 
most  portable,  reliable,  simplest,  and  cheapest  battery  that  has  been  brought  before  the 
notice  of  the  profession. 
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Fig.  295. 


Battery,  Patent  Constant  Current,  Leclanche  elements  (Arnold 


& Sons’),  in 

mahogany  case. 

Fig.  295 

15  cells 

£5 

5 

0 

Ditto 

ditto 

ditto 

20  ,, 

6 

6 

0 

Ditto 

ditto 

ditto 

3°  » 

8 

8 

0 

Ditto 

ditto 

ditto 

plain  pattern,  in 

stained  deal 

case 

. 

15  cells 

3 

3 

0 

Ditto 

ditto 

ditto 

20  ,, 

4 

4 

0 

Ditto 

ditto 

ditto 

3°  » 

5 

5 

0 
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Fig.  296. 


Portable  Weighing  Machine  (“  New  Reliance  ”).  Fig.  296  ... 
Stained  Wood  Stand  for  ditto  ... 

Measuring  Standard 


£15  0 
0 12  6 
0 10  6 


The  above  illustration  shows  an  improved  form  of  Personal  Weighing  Machine 
made  by  Messrs.  Arnold  & Sons,  London.  This  form  is  so  constructed  that  by  a 
simple  arrangement,  of  a regulating  nut,  any  person  can  adjust  the  balance  to  the 
greatest  nicety.  All  machines  are  liable,  through  wear  or  otherwise,  to  get  out  of 
order,  and  this  necessitates  sending  to  the  maker  for  adjustment,  whereas  all  this 
trouble  and  expense  is  obviated  by  the  simple  nut  arrangement  introduced  in  this  new 
machine.  They  can  be  supplied  with  or  without  stand  and  measuring  standard,  as 
shown  in  the  drawing. 

This  Personal  Weighing  Machine  is  now  the  simplest,  cheapest,  and  most  reliable 
machine  at  present  manufactured,  and  will  be  found  a most  useful  adjunct  to  every 
consulting  room,  as  it  occupies  so  little  space,  and  can  be  put  away  under  a chair  or 
cupboard  when  not  required. 
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Fig.  297. 


Fig.  298. 


Ward  Lamp,  brass,  with  reflector.  Fig.  297  £0  4 6 

Ditto  nickel-plated,  with  reflector.  Fig.  298 0 12  6 


Fig. 

299. 

Nurse’s 

Apron 

Sister’s 

do. 

Do. 

do. 

Fig-  299 

Fig.  300 
Fig.  301 


0 2 6 
0 4 6 
0 5 6 
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